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2 Ivel Gardens 
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Ms R Clucas 

Covington & Burling 

46 Hertford Street 

Mayfair 

London 

W1Y 7TF 


14th February 1992 


Dear Roma 

I enclose my invoice for February. 
With best regards 

George Leslie 


Encs 
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